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4d. RE SYSTEMS ONE, THREE, AND SIX RECORDERS: SINCE 1 APRIL, 
i4 OUT OF 20 MOTORS TRAWN FROM FAK STOCKS HAVE BEEN IMPOSSIBLE Ta 
USE, BELIEVE ALL WERE REGUILT UNITS. FAULTS WERE AS FOLLOWS: 
CAPSTAN NOTORSS 
ONE » UNABLE TO ARJUST SPEFTD AT GOVERNOR. 
EVERE MEGHANICAL VIBRATION. 
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GONE - SEVERE ELECTRICAL NOPSE. WELL ABOVE TANGENTIAL OF “P" BAND, 


‘we 5NF = FAULTY ASSEMBLY OF PRESSURE SPRING a SPRING TCO SHORT) 
OME = GOVESNOR AND COMMUTATCR FOULED WITH CARBON LUST. PROOF THAT 
UNET HAD NEVER BEEN OVERHAULEN., 
TAKE UP AND SUPPLY MOTORS: 
E = RAN BACKWARDS. 
ONE =~ FAILED TO RUM, aie E 
ONE - SEVERE ELECTRICAL NGISE WELL AGOVE °P" SAND TANCENTHAL. 
OHE = LEADS BETWEEN FILTER AND MOTOR T° SHORT FOR INSTALLATION. 
POUR © FELTER TOO LARGE, PHYSICALLY, FOR INSTALLATION. 
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IN ALL CASES, NONE OF THESE UNITS HAN BEEN LUBRICATED. 

2, RECOVEND HEADQUARTERS INVESTIGATE POSSIBILETY OF NEW 
MOTOR RFELAGEMENT RATRER THAN PRESENT TYPE OF REBUILT REPLACEMENT. 
KNOY THAT ECONOMY 1S OF PRIME IMPORTANCE, BUT CUESTION IF ANY 
REAL GAINS ARE REALIZED (© ABOVE 1S EXAMPLE OF REBUILT REPLACEYENTS. 

3. “MOST OF THE FAULTS LASTED HAVE OCGUPREN IN THE PAST WEEK 
SINCE THE CABLED MALFUNCTION REPORT. 
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